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Message Text 


UNCLASSIFIED 

PAGE 01 BRUSSE 07042 161544Z 
56 

ACTION EUR- 12 

INFO OCT-01 ISO-00 EB-07 /020 W 

038116 

R 161154Z JUL 76 
FM AMEMBASSY BRUSSELS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7441 
USNATO BRUSSELS 4237 

UNCLAS BRUSSELS 07042 

E.O. 11652: N/A 
TAGS: BEXP.BE 

SUBJECT: TRADE OPPORTUNITY: SHAPE TENDER EOR SUPPLY OF VOLTAGE 
STABILIZER 

1. 423/01/T-0023 

2. 071476 

3. I. UYTTENHOVE 

4. 423 BELGIUM 

5. S 

6Q. REPLY TO - 
6B. - 

6C. SHAPE CONTRACTING OEFICER 
COMMUNICATIONS IMPLEMENTATION BRANCH 
COMMUNICATIONS AND ELECTRONICS DIVISION 
SHAPE, BELGIUM 

7. IFB 76-08 PS/CIB 

8. 08/27/76 

9. 36127XX-000 REQUIREMENT IS FOR ONE (1) VOLTAGE STABILIZER 
OF THE STATIC SATURABLE TRANSFORMER CORE TYPE.BIDDERS ARE 
ALLOWED TO OFFER DIFEERENT TYPE OE EQUIPMENT.PROVIDED IT IS 
COMPLIANT WITH FOLLOWING REQUIREMENTS: 

INPUT: VOLTAGE: 220 VAC SINGLE PHASE - 15 PCT 
FREQUENCY: 50 HZ 

OUTPUT: NOMINAL VOLTAGE: 220 VAC SINGLE PHASE 
NOMINAL EREQUENCY: 50 HZ 
POWER RATING: 5 KVA. 

EQUIPMENT TO BE DELIVERED TO LANDSOUTH/EIVESATAE, VICENZA, ITALY. 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BRUSSE 07042 161544Z 

1 1 . PROJECT FINANCED BY SHPE. COPIES OF TENDER DOCMENTS BEING 
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AIR MAILED. 

FIRESTONE 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BRUSSE07042 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760275-0475 
From: BRUSSELS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760752/aaaabtdf.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: vogelfj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 5 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 APR 2004 by ThomasVJ>; APPROVED <28 JAN 2005 by vogelfj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TRADE OPPORTUNITY: SHAPE TENDER FOR SUPPLY OF VOLTAGE STABILIZER 
TAGS: BEXP, BE 
To: COM 
Type: TE 
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